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DEPARIMENTLOP PUBLIC WORKS — ONTARIO 


MEMORANDUM RE BUDGET SPEECH 1965 —66 


ALCOMPCISHMENTS OF THE DEPARTMENT OF PUBLIC WORKS 
Owaiiea l hae hi WO AY BA Tis 


FOR THE DEPARTMENT OF AGRICULTURE 
GUELPH — FEDERATED COLLEGES 


DRY SOW BARN 

ADDITION TO SOILS BUILDING 

ADDITION TO PHYSICAL EDUCATION BUILDING 

ADDITION TO POWER HOUSE 

BREEDERS SERVICE BUILDING 

NEW PASSENGER ELEVATOR INSTALLED IN TRENT HOUSE 
PATHOGEN FREE SWINE BUILDING 


KEMPTVILLE — ONTARIO AGRICULTURAL COLLEGE 


NEW POWER HOUSE 

NEW IMPLEMENT SHED 

ADDITION TO POULTRY HOUSE 

ERECTION OF TWO EXPERIMENTAL SILOS 

NEW HIGH PRESSURE MAINS WERE INSTALLED 
AUTOMATIC FIRE ALARM AND DETECTION SYSTEM 


NEW LISKEARD — DEMONSTRATION FARM 


NEW SHEEP BARN 


RIDGETOWN — WESTERN ONTARIO AGRICULTURAL SCHOOL 


NEW DAIRY BARN 
FOUR SILOS AND PLATFORMS 
STAND-BY DIESEL GENERATOR IN GREENHOUSE 


SIMCOE — HORTICULTURAL EXPERIMENT STATION 


FARM RESIDENCE 


VINELAND — HORTICULTURAL EXPERIMENT STATION 


NEW SEWAGE DISPOSAL SYSTEM 
IRRIGATION LINES WERE EXTENDED 
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FOR THE DEPARTMENT OF ATTORNEY. GENERAL 
ONTARIO PROVINCIAL POLICE 


DETACHMENT BUILDINGS AT 


THESSALON ATIKOKAN 
GODERICH EMO 

WAWA KAPUSKASING 
MANITOWADGE POWASSAN 
DUTTON 


SOMBRA 
WHITE RIVER 


GRAVENHURST — ONTARIO FIRE COLLEGE 


INSTALLATION OF WATER INTAKES FOR FIRE PROTECTION 
PAVING ROADS, SERVICE AND FIRE AREAS 


COURT HOUSES AND REGISTRY OFFICES 


(SEE UNDER PUBLIC WORKS ) 
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FOR THE DEPARTMENT OF EDUCATION 
ONTARIO VOCATIONAL CENTRES AT 


LONDON 
OTTAWA 
TORONTO — DARTNELL AVE. 


INSTITUTES OF TECHNOLOGY AT 


OTTAWA 
TORONTO - RYERSON UNIT NO, 3 
KIRKLAND LAKE — PHASE 1 


BRANTFORD — ONTARIO SCHOOL FOR THE BLIND 


NEW HEATING SYSTEM 
INSTALLATION OF FIRE PROTECTION SYSTEM 
IN VARIOUS BUILDINGS 


BELLEVILLE — ONTARIO SCHOOL FOR THE DEAF 


NEW VOCATIONAL SCHOOL BUILDING 


MILTON — ONTARIO SCHOOL FOR THE DEAF 


NEW SCHOOL FOR THE DEAF — STAGE 1 


Digitized by the Internet Archive 
in 2023 with funding from 
University of Toronto 


https://archive.org/details/31/61116498460 


FOR THE DEPARTMENT OF HEALTH 
AURORA — ONTARIO HOSPITAL 


SEWAGE DISPOSAL SYSTEM 
COMBINED AUTOMATIC FIRE ALARM AND 
DETECTION SYSTEM 


BROCKVILLE — ONTARIO HOSPITAL 


NEW AMBULANCE ENTRANCE 

COMBINED AUTOMATIC FIRE ALARM AND 
DETECTION SYSTEM ; 

NEW CORRIDOR LIGHTING IN VARIOUS COTTAGES 


BYRON — ONTARIO HOSPITAL 


COMPLETION OF RENOVATIONS TO 
CROMBIE BUILDING 
EXTENSION OF WATERMAIN SERVICES 


CEDAR SPRINGS — ONTARIO HOSPITAL SCHOOL 


RECONSTRUCTION OF SHORE PROTECTION 
OUTDOOR TOILET FACILITIES AND 
DRINKING FOUNTAIN IN PICNIC AREA 


GODERICH — ONTARIO HOSPITAL 


NEW HOSPITAL GROUP 


ORILLIA — ONTARIO HOSPITAL 


ADDITION TO LAUNDRY BUILDING 


OWEN SOUND — ONTARIO HOSPITAL 


NEW HOSPITAL GROUP 


SMITHS FALLS — ONTARIO HOSPITAL SCHOOL 


ADDITION TO LAUNDRY 


INSTALL BOWLING EQUIPMENT 
PROVIDE CONCRETE RAMP TO- EACH PAVILION 
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FOR THE DEPARTMENT OF HEALTH — (conctupep) 


WHITBY — ONTARIO HOSPITAL 


GROVE HOUSE — ALTERATION AND RENOVATIONS 
CONSTRUCT FIRE WALLS IN 16 COTTAGES 
RENEWAL OF WATER AND STEAM LINES 


WOODSTOCK — ONTARIO HOSPITAL 


RECREATION HALL — NEW WIRING AND LIGHTING 
INSTALLED 


FOR THE DEPARTMENT OF HIGHWAYS 


PATROL GARAGES AT: 


APSLEY 
BATCHAWANA 
CAMDEN EAST 
COBDEN 
COURTLAND 
CRAIGHURST 
CLINTON 
EMSDALE 
GRAND BEND 
HAWKESBURY 
HOMER 
MADAWASKA 


DOWNSVIEW 


MORRISTON 
ORMSBY 

PETERS CORNERS 
PORQUOIS JUNCTION 
REECES’ CORNERS 
ROSENE ATH 
STOUFF VILLE 
SHELBURNE 
SESEKINIKA 
UPSALA 
WAHNAPITAE 
WHITE RIVER 
YOUNGS POINT 


EXTENSION OF UNDERGROUND SERVICES 


EXTENSION OF STREET LIGHTING 
ERECTION OF ENTRANCE GATES 


FOR THE DEPARTMENT OF LANDS AND FORESTS 


CHATSWORTH — FISH HATCHERY 


INSTALLATION OF POND LIGHTING 


MAPLE — SOUTHERN RESEARCH STATION 


HEADER HOUSE — INSTALLED AIR-CONDITIONING SYSTEM 
EXTENSION OF ELECTRICAL SERVICES 


DORSET — FOREST RANGER SCHOOL 


DORMITORY BUILDING AND SERVICES 


DUNNVILLE 


NEW OFFICE, GARAGE AND BOAT HOUSE 


FORT FRANCES 


MAINTENANCE BUILDING 


GOGAMA 


COMPLETE SEWAGE DISPOSAL SYSTEM 


MCFARLANE LAKE 


NEW CHIEF RANGER'’S HEADQUARTERS 


TEMAGAMI 


OFFICE AND WAREHOUSE 


RONDEAU PARK 


NEW MUSEUM BUILDING 


SAULT STE. MARIE 


ALTERATIONS AND RENOVATIONS TO AIR SERVICE HANGAR 


SIOUX LOOKOUT 


NEW SEWAGE DISPOSAL AND DRAINAGE SYSTEM 
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FOR THE DEPARTMENT OF PUBLIC WORKS 


TORONTO AREA — PUBLIC BUILDINGS 


QUEEN’S PARK 


MAIN BUILDING — EXTEND EXTERIOR FLOOD LIGHTING 
— MAJOR RENOVATIONS TO 
LEGISLATIVE CHAMBERS 
EAST BLOCK — CONSTRUCTION OF SEWERS AND 
WATERMAINS 


8 YORK STREET 


LABOUR BUILDING — MAJOR INTERIOR RENOVATIONS 


ETOBICOKE — ONTARIO WATER RESOURCES COMMISSION 


NEW STORAGE BUILDING 


OUTSIDE TORONTO AREA — PUBLIC BUILDINGS 
ELK LAKE 


CONSTRUCTION OF WATER WORKS SYSTEM 
AUTOMATIC FIRE DETECTION SYSTEM 


COURT HOUSES 
FORT FRANCES 


TWO STOREY ADDITION 


GORE BAY 


MAJOR INTERIOR RENOVATIONS 


NORTH BAY 


ADDITION TO JUVENILE AND FAMILY COURT BUILDING 


SAULT STE. MARIE 


MAJOR RENOVATIONS AND REPAIRS 
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FOR THE DEPARTMENT OF PUBLIC WORKS —(concrupepy 


DAMS, DOCKS, AND LOCKS 


AYLEN LAKE DAM 
BROADWELL LAKE DAM 
BIG TROUT LAKE DAM 
CEDAR LAKE DAM 
CRANE LAKE DAM 
FLETCHER LAKE DAM 
IVANHOE LAKE DAM 
JOE LAKE DAM 
MAGNETAWAN LOCK 
NOSBONSING LAKE DAM 
PORT CARLING DAM AND SMALL LOCK 
PICKLE LAKE DAM 
RITCHIE FALLS DAM 
SNOWSHOE RAPIDS DAM 
TEA LAKE DAM 
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FOR THE DEPARTMENT OF REFORM INSTITUTIONS 


SIMCOE — BOYS TRAINING SCHOOL 


CONSTRUCTION OF ATHLETIC SPORTS FIELD 


BOWMANVILLE — BOYS TRAINING SCHOOL 


RECONSTRUCTION OF WATER SUPPLY SYSTEM 
ADDITION TO ADMINISTRATION BUILDING 


COBOURG — BOYS TRAINING SCHOOL 


ADDITION TO PUMP HOUSE 


GUELPH — ONTARIO REFORMATORY 


ADDITION AND REVISION TO WATER WORKS SYSTEM 


RIDEAU INDUSTRIAL FARM — BURRITTS RAPIDS 


RECONSTRUCTION OF BUILDINGS 
NEW STORES BUILDING 
NEW SLAUGHTER HOUSE 


MONTEITH — INDUSTRIAL FARM 


NEW DORMITORIES, STAFF RESIDENCE AND 
SEWAGE DISPOSAL PLANT 
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FOR THE DEPARTMENT OF TOURISM AND INFORMATION 


TOURIST RECEPTION CENTRES PROVIDED AT 


CORNWALL 
IVY LEA 
JOHNSTOWN 
RAINY RIVER 
WINDSOR 


FOR THE DEPARTMENT OF TRANSPORT 


JUNCTION OF HIGHWAYS 5 AND 10 — COOKSVILLE 


MAJOR RENOVATIONS AND ALTERATIONS TO 
BUILDING AND SERVICES TO PROVIDE DRIVER 
EXAMINATION CENTRE 
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13 
DEPARTMENT OF PUBLIC WORKS — ONTARIO 


MEMORANDUM RE BUDGET SPEECH 1965 — 66 


FOR THE DEPARTMENT OF AGRICULTURE 
PROJECTS UNDERWAY OR BEING PLANNED 


GUELPH — FEDERATED COLLEGES 


CONSTRUCT POULTRY AND VIROLOGY BUILDING 

CONSTRUCT CHEMISTRY AND MICROBIOLOGY BUILDING 

CONSTRUCT ADDITION TO ANATOMY LABORATORY 

RESEARCH STATION — CONSTRUCT ADDITION TO ‘'C!" BUILDING 

MAIN BUILDING — REWIRE AND RELIGHT 

VARIOUS LOCATIONS — EXTEND ELECTRICAL CLOCK AND SIGNAL SYSTEMS 
VARIOUS ELEVATOR INSTALLATIONS 

CONSTRUCT CONCRETE RESERVOIR — IMPROVE AND EXTEND WATER SUPPLY SYSTEM 
INSTALL NEW SANITARY TRUNK SEWER 

CENTRAL HEATING PLANT — INCREASE STEAM POWER 

INCREASE PRIMARY ELECTRICAL POWER SUPPLY 


KEMPTVILLE — AGRICULTURAL SCHOOL 


CONSTRUCT ADDITION TO GIRLS’ RESIDENCE AND PROVIDE CLASSROOM FACILITIES 


VINELAND ~ HORTICULTURAL EXPERIMENT STATION 


CONTINUE EXTENSION OF IRRIGATION SYSTEM 
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FOR THE DEPARTMENT OF ATTORNEY GENERAL 
PROJECTS UNDERWAY OR BEING PLANNED 


ONTARIO PROVINCIAL POLICE 


DISTRICT HEADQUARTERS BUILDINGS 


CONSTRUCT HEADQUARTERS BUILDINGS AT THE FOLLOWING LOCATIONS:- 


DOWNSVIEW 

MOUNT FOREST 
PETERBOROUGH 

TIMMINS (SOUTH PORCUPINE) 


BELLEVILLE 


CONNECT SANITARY SEWERS TO CITY MAINS 


NIAGARA FALLS 


INTERIOR ALTERATIONS AND RENOVATIONS 


DETACHMENT BUILDINGS 


CONSTRUCT DETACHMENT BUILDINGS AT THE FOLLOWING LOC ATIONS:- 


LONGLAC 
MARATHON 
NAPANEE 
FORT BRIE 
GUELPH 


CHAPLEAU 


PAVE DRIVEWAY 


WAWA 


LANDSCAPE PROPERTY 


AYLMER — ONTARIO POLICE COLLEGE 


CONSTRUCT ROADS, SIDEWALKS AND LANDSCAPE 


COURT HOUSES AND. REGISTRY OFFICES 


(SEE UNDER PUBLIC WORKS) 
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15 
FOR THE DEPARTMENT OF EDUCATION 


PROJECTS UNDERWAY OR BEING PLANNED 


INSTITUTES OF TECHNOLOGY 


CONSTRUCT INSTITUTES AT THE FOLLOWING LOC ATIONS:- 


HAMIL TON 
KIRKLAND LAKE — PHASE 2 
WINDSOR 


ONTARIO VOCATIONAL CENTRES 


CONSTRUCT VOCATIONAL CENTRES AT THE FOLLOWING LOCATIONS:- 


SAULT STE. MARIE 
HAMILTON 
WELLAND 


TEACHERS COLLEGE 


SUDBURY 


CONSTRUCT BI—LINGUAL TEACHERS’ COLLEGE 


ONTARIO COLLEGE OF EDUCATION 


CONSTRUCT COLLEGES OF EDUCATION AT THE FOLLOWING LOCATIONS:- 


LONDON 
KINGSTON 


BRANTFORD — ONTARIO SCHOOL FOR THE BLIND 


CONSTRUCT BOYS’ DORMITORY 


MILTON — ONTARIO SCHOOL FOR THE DEAF 


NEW SCHOOL FOR THE DEAF — STAGE 2 


BELLEVILLE — ONTARIO SCHOOL FOR THE DEAF 


REWIRE AND RELIGHT MAIN BUILDINGS 

EXTEND MAIN T. V. SYSTEM 

VOCATIONAL BUILDING — INSTALL INTER-—COMMUNICATION SYSTEM 
CONSTRUCT GREENHOUSE 

VARIOUS BUILDINGS ~ INSTALL PAGING AND INTER—COMMUNICATION SYSTEM 
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FOR THE DEPARTMENT OF EDUCATION — (concvupep) 
PROJECTS UNDERWAY OR BEING PLANNED (CONCLUDED) 


IRONDALE — ONTARIO CAMP LEADERSHIP CENTRE 


CONSTRUCT OVERHEAD PRIMARY ELECTRIC POWER LINE 


LONGFORD MILLS — ONTARIO ATHLETIC LEADERSHIP CAMP 


CONSTRUCT ROADWAYS AND RUNNING TRACK 


TORONTO — 21 NASSAU STREET 


PROVINCIAL INSTITUTE OF TRADES 


VARIOUS — ALTERATIONS AND RENOVATIONS 


TORONTO 


CONSTRUCT ADUET EDU CATION CENTRE 
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FOR THE DEPARTMENT OF HEALTH 
PROJECTS UNDERWAY OR BEING PLANNED 
ONTARIO HOSPITALS 


BROCKVILLE 


INSTALL BOILER FEED PUMP 

INSTALL FIRE PROTECTION SYSTEM 

CONVERT BOILERS FROM COAL TO GAS AND OIL 
PROVIDE NEW LIGHTING IN VARIOUS WARDS 


BYRON 


LEONARD BUILDING — ELECTRICAL RENOVATIONS 
CONSTRUCT 8’? WATERMAIN 


COBOURG 


CONSTRUCT STORM SEWER SYSTEM 


EDGAR — (NEAR ORILLIA) 


ALTERATIONS TO FORMER R.C.A.F. BUILDINGS 


LONDON 


RECONSTRUCTION OF HOSPITAL — STAGE 1 
RECONSTRUCTION OF HOSPITAL — STAGE 2 
REROUTE ELECTRICAL SERVICES RE NEW CONSTRUCTION 


NEW TORONTO 


RENEW WATER MAINS 
RECONSTRUCT STORM SEWERS AND WATER SUPPLY SYSTEM 
LAUNDRY — INSTALL VENTILATION SYSTEM 


NORTH BAY 


CONSTRUCT CLINICAL SERVICES BUILDING 


ORILLIA 


NURSES’ RESIDENCE — REWIRE AND RELIGHT 
MAIN BUILDING — INSTALL ELEVATOR Laas 
VARIOUS BUILDINGS — INSTALL FIRE ALARM SYSTEM 


LAUNDRY — SUPPLY AND INSTALL WASHER EXTRACTOR 
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FOR THE DEPARTMENT OF HEALTH (CONTINUED) 


PROJECTS UNDERWAY OR BEING PLANNED (CONTINUED) 


ONTARIO HOSPITALS (CONTINUED) 


ORILLIA ANNEX — GRAVENHURST Re ee al 


i \ oar 
CONSTRUCT EXTENSION TO SEWAGE sre ENT PLANT 
INSTALL FIRE ALARM SYSTEM.—T / 
GAGE BUILDING — RENEW HOT ANS COLD WATER LINES 
BARBARA HAYDEN BUILDING — ALTERATIONS AND RENOVATIONS 
PAVING OF ROADWAYS VARIOUS LOCATIONS 


PALMERSTON 


CONSTRUCT NEW HOSPITAL 
CONSTRUCT REGIONAL LABORATORY 


PENETANGUISHENE 


CONSTRUCT NEW HOSPITAL UNITS 


PORT ARTHUR 


CONSTRUCT COMBINED TRADES, GARAGE AND IMPLEMENT BUILDING 
PROVIDE TRADES EQUIPMENT FOR — CLINICAL SERVICES BUILDING 


SOUTH PORCUPINE 


CONST RUCT NEW HOSPITAL 


TORONTO 


CONSTRUCT NEW PSYCHIATRIC HOSPITAL 
CONSTRUCT ALCOHOL AND DRUG ADDICTION RESEARCH AND 


TREATMENT CLINIC 


HIGHWAY 401 & ISLINGTON AVENUE 


CONSTRUCT NEW LABORATORY BUILDING AND STEAM MAIN TO 
ADJACENT ONTARIO WATER RESOURCES LABORATORY BUILDING 


THISTLETOWN 


CONSTRUCT NEW DAY CARE CENTRE 
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FOR THE DEPARTMENT OF HEALTH — (conciupep) 
PROJECTS UNDERWAY OR BEING PLANNED (CONDLUDED) 
ONTARIO HOSPITALS (CONCLUDED) 


WHITBY 


VARIOUS BUILDINGS — INSTALL AUTOMATIC FIRE ALARM SYSTEM 
CONSTRUCT LAUNDRY ADDITION 


WOODSTOCK 


CONSTRUCT BEEF BARN genre 
INSTALL FIRE ALARM SYSTEM - 
REMOVE STEEL GRILLES FROM BALCONY WINDOWS 


GARAGE — CONSTRUCT EXTENSION 
DINING AND KITCHEN BUILDING — REWIRE AND RELIGHT 


METRO TORONTO 


LAND ACQUIRED FOR ee 


REGIONAL SCHOOL OF NURSING 
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FOR THE DEPARTMENT OF HIGHWAYS 


PROJECTS UNDERWAY OR BEING PLANNED 


DOWNS VIEW 


ERECT METAL STORAGE BUILDING 


KENORA 


CONSTRUCT PAINT SHOP BUILDING 
CONSTRUCT 9 BAY OFFICE BUILDING 


FORT WILLIAM 


CONSTRUCT DISTRICT REPAIR GARAGE 


KINGSTON 


CONSTRUCT REGIONAL AND DISTRICT OFFICE BUILDING 


ot 
FOR THE DEPARTMENT OF LANDS AND FORESTS 


PROJECTS UNDERWAY OR BEING PLANNED 


BANCROFT 


CONSTRUCT CHIEF RANGERS’ HEADQUARTERS 
INSTALL SANITARY SEWERS 


COCHRANE 


CONSTRUCT DISTRICT OFFICE BUILDING 


FOLEYET — DISTRICT HEADQUARTERS 


INSTALL DIESEL GENERATOR UNIT 


KENORA 


CONSTRUCT DISTRICT OFFICE BUILDING 


MAPLE 


INSTALE DEEP WEEL 


NORMANDALE 


CONSTRUCT FISH HATCHERY 


PORT ARTHUR 


INSTALL AUTOMATIC FIRE DETECTION SYSTEM 


SAULT STE. MARIE 


INSECT LABORATORY ~— INSTALL DUMB WAITER 
AIR SERVICE BUILDING — CONVERT BOILERS FROM COAL TO GAS 


— RECONSTRUCT AND SEPARATE STORM AND 
SANITARY SEWERS 


SWASTIKA — NURSERY 


CONSTRUCT RESIDENCE 


RED ROCK PARK 


CONSTRUCT WATER SUPPLY SYSTEM 
INSTALL ELECTRICAL SERVICE 
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FOR THE DEPARTMENT OF LANDS AND FORESTS — (conciubep) 
PROJECTS UNDERWAY OR BEING PLANNED (conctub_Ep) 


TERRACE BAY 


CONSTRUCT CHIEF RANGERS’ OFFICE AND WAREHOUSE 


WHEATLEY 


CONSTRUCT OFFICE AND LABORATORY 


ae 


FOR THE DEPARTMENT OF MINES 
PROJECTS UNDERWAY OR BEING PLANNED 


KENORA 


CONSTRUCT OFFICE BUILDING 


COBALT — TEMISKAMING TESTING LABORATORY 


INSTALL FREIGHT ELEVATOR 
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FOR THE DEPARTMENT OF PUBLIC WORKS 


PROJECTS UNDERWAY OR BEING PLANNED 
ONTARIO GOVERNMENT BUILDINGS 


TORONTO AREA 


QUEEN’S PARK 


CONSTRUCT QUEEN‘’S PARK PROJECT — PHASE 1 
CONVERSION OF BOILERS FROM COAL TO GAS AND OIL 
ALTERATIONS TO NORTH WING OF MAIN BUILDING TO 
HOUSE PROVINCIAL SECRETARY DEPARTMENT 
MISCELLANEOUS ALTERATIONS AND RENOVATIONS TO MAIN 
BUILDING FOR BETTER UTILIZATION OF AVAILABLE SPACE 
CONVERSION OF ELEVATORS TO AUTOMATIC CONTROL 
TREASURY BUILDING — CONSTRUCT EXTENSION 


2195 YONGE STREET 


INSTALLATION OF AIR CONDITIONING SYSTEM 


MIMICO — CENTRAL STORES BUILDING 


CONSTRUCT 6"? WATERMAIN 


HIGHWAY 401 & ISLINGTON AVENUE 


ONTARIO WATER RESOURCES BUILDING 


PAVE ENTRANCE ROADWAY 


DON VALLEY 


CONSTRUCT CENTENNIAL PROJECT 


OUTSIDE TORONTO AREA 
COURT HOUSES AND REGISTRY OFFICES 


_ HAILEYBURY 


CONSTRUCT REGISTRY OFFICE 


NORTH BAY 


INSTALL FIRE DETECTION SYSTEM 


SAULT STE. MARIE 


INSTALL PASSENGER ELEVATOR 
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FOR THE DEPARTMENT OF PUBLIC WORKS 


(CONCLUDED) 


PROJECTS UNDERWAY OR BEING PLANNED 


(CONCLUDED) 
DAMS, DOCKS AND LOCKS 


BOYNE RIVER DAM 

DURHAM MILL DAM 

MARTEN RIVER DAM 

DENBIGH DAM 

WAKOMATA (CLEAR) LAKE DAM 
LAVIEILLE LAKE DAM 
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26 
FOR THE DEPARTMENT OF REFORM INSTITUTIONS 


WORK UNDERWAY OR BEING PLANNED 
INDUSTRIAL FARMS 


BURWASH 


REVISE WATER SUPPLY SYSTEM 
CAMP NO. 2 — PROVIDE NEW ELECTRIC SERVICE 


REFORMATORIES 


GUELPH 


CONSTRUCT NEW ABATTOIR 
REMOVE WOOD SASH AND REPLACE WITH STEEL WINDOWS 


FORT WILLIAM 


CONSTRUCT SANITARY LAGOON 
NEW DORMITORY — SUPPLY AND INSTALL MECHANICAL AND 
ELECTRICAL TRADES WORK 


BRAMPTON 


CONSTRUCT BUILDINGS AND FACILITIES TO REPLACE 
ANDREW MERCER REFORMATORY FOR WOMEN 


TRAINING SCHOOLS 


GUELPH 


INSTALL VENTILATION THROUGHOUT SCHOOL 
PROVIDE AND INSTALL NEW PLUMBING FIXTURES 


SIMCOE 


FURNISH AND EQUIP AN EXISTING ROOM TO PROVIDE CHAPEL 


LINDSAY 


INSTALL SAFETY SCREENS ON ALL WINDOWS 
LANDSCAPE PROPERTY 


HAGERSVILLE 


ALTER FORMER R.C.A.F. STATION TO CREATE 
BOYS TRAINING SCHOOL 
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FOR THE DEPARTMENT OF REFORM INSTITUTIONS = (conctupep) 
WORK UNDERWAY OR BEING PLANNED (CONCLUDED) 
TRAINING SCHOOLS (CONCLUDED) 


NORTHERN ONTARIO — SUDBURY AREA 


CONSTRUCT NEW BOYS TRAINING SCHOOL 


SOUTHERN ONTARIO 


ESTABLISH AND PROVIDE FACILITIES FOR 
RECEPTION AND DIAGNOSTIC CENTRE 


DISTRICT JAILS 


PARRY SOUND 


CONSTRUCT CANOPY OVER FIRE ESCAPE 


SUDBURY 


PROVIDE EXERCISE YARD FOR INMATES 


ius 
Nis pe ch af RAT aOR ce sii 


ae 


is CANYON SEIWORR UA peers 


anTan pidge if OMA AGrT 


FOR THE DEPARTMENT OF TOURISM AND INFORMATION 


WORK UNDERWAY OR BEING PLANNED 


SAULT STE. MARIE 


CONSTRUCT TOURIST RECEPTION CENTRE 


HOMER 


CONSTRUCT TOURIST RECEPTION CENTRE 


METRO TORONTO 


CONSTRUCT ONTARIO CENTENNIAL PROJECT 
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FOR THE DEPARTMENT OF TRANSPORT 
WORK UNDERWAY OR BEING PLANNED 


PORT ARTHUR 


CONSTRUCT FIELD CENTRE 
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DEPARTMENT OF PUBLIC WORKS — ONTARIO 


MEMORANDUM RE BUDGET SPEECH 1965 — 66 


FOR THE DEPARTMENT OF AGRICULTURE 


NEW PROJECTS REQUESTED 
GUELPH — FEDERATED COLLEGES 


CONSTRUCT AGRICULTURE SERVICE BUILDING 

CONSTRUCT SOILS SCIENCE GREENHOUSE 

CONSTRUCT POULTRY BROODER HOUSE ADDITION 

CONSTRUCT ADDITION TO POULTRY BUILDING 

CONSTRUCT VOLATILE LIQUID STORAGE BUILDING 

CONSTRUCT ADDITION TO POULTRY FEED BUILDING 

CONSTRUCT BROILER BROODER HOUSE 

CONSTRUCT POLE — TYPE SHELTER FOR DEER FEED AND STORAGE 

CONSTRUCT ONE STOREY UNHEATED BUILDING FOR SOWS 

CONSTRUCT HORTICULTURE GREENHOUSE 

CONSTRUCT HORTICULTURAL PROCESSING LABORATORY 

CONSTRUCT STORAGE SHED 

CONSTRUCT RHIZOTRON BEHIND GREENHOUSE 

CONSTRUCT IMPLEMENT STORAGE GARAGE 

CONSTRUCT SHEEP BARN 

POTTING SHED — CONSTRUCT ADDITION 

HORSE BARN — COMPLETE CLASSROOM FACILITY 

ANATOMY MUSEUM — PROVIDE AND INSTALL STAINLESS STEEL DISPLAY CASES 

SEED RESEARCH BUILDING — CONSTRUCT ADDITION 

JUDGING PAVILION — REWIRE AND RELIGHT 

HORTICULTURE GREENHOUSES — REWIRE AND RELIGHT 

STEAM TUNNELS — REWIRE AND RELIGHT 

DINING HALL — REWIRE AND RELIGHT 

PHYSICAL EDUCATION BUILDING — REVAMP HEATING SYSTEM 

MAIN BUILDING — RENOVATE BUILDING 405 FOR LABORATORY 

VARIOUS BUILDINGS~ INSTALL FIRE DETECTION AND ALARM SYSTEM 

HORTICULTURAL BUILDING — INSTALL NEW SERVICE CAR ELEVATOR 

MILLS HALL — INSTALL NEW SERVICE CAR ELEVATOR 

DAIRY BUILDING — INSTALL NEW FREIGHT ELEVATOR 

MACDONALD HALL — RENOVATE OLD STEAM HEATING SYSTEM AND 
STEAM MAINS 


KEMPTVILLE — AGRICULTURAL SCHOOL 


CONSTRUCT NEW MEN'*S RESIDENCE 

RENOVATIONS TO PRESENT MEN’S RESIDENCE TO PROVIDE LIBRARY 
CONSTRUCT POLE BARN AND 2 SILOS 

CONSTRUCT EXTENSION TO HOME ECONOMICS BUILDING 
CONSTRUCT POLE TYPE SHEEP BARN 

CONSTRUCT FIELD HOUSE 

CONSTRUCT STORAGE BUILDING 

CONSTRUCT ADDITION TO POULTRY HOUSE 

DAIRY BUILDING ~ CONVERT COMMON ROOM TO LABORATORY 
CONSTRUCT NEW MILK ROOM AND MILKING PARLOUR 

POWER HOUSE — INSTALL AUXILLIARY DIESEL POWER UNIT 
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FOR THE DEPARTMENT OF AGRICULTURE (concLupep) 


NEW PROJECTS REQUESTED  (conciupep) 


NEW LISKEARD — ONTARIO DEMONSTRATION FARM 


VARIOUS BUILDINGS — CONNECT FIRE ALARM SYSTEM TO 
LOCAL FIRE DEPARTMENT 


RIDGETOWN — WESTERN ONTARIO AGRICULTURAL SCHOOL 


CONSTRUCT ADDITION TO MEN’S RESIDENCE 

PROVIDE NEW DINING HALL FACILITIES 

CONSTRUCT EXTENSION TO BEEF BARN 

EXTEND FRONT IRRIGATION '’MAIN*! 

PAVING — EXTENSION OF HARD SURFACE ROADS AND PAVING 
VARIOUS BUILDINGS — INSTALL FIRE ALARM SYSTEM 
AGRONOMY BUILDING — INSTALL AIR MEASURING SYSTEM 


SIMCOE — HORTICULTURAL EXPERIMENT STATION 


CONSTRUCT AGRICULTURAL SERVICES BUILDING 
CONSTRUCT NEW ADMINISTRATION BUILDING 
CONSTRUCT EXTENSION TO STORAGE BUILDING 
CONSTRUCT SPRAY SHED ADDITION 


VINELAND — HORTICULTURAL EXPERIMENT STATION 


CONSTRUCT EXTENSION TO WAREHOUSE 
CONSTRUCT RHUBARB FORCING HOUSE 
CONSTRUCT ADDITION TO GREENHOUSE 


WESTERN ONTARIO 


PURCHASE SITE AND RENOVATE BUILDING FOR USE AS 
REGIONAL LABORATORY 
CONSTRUCT PROVINCIAL PESTICIDES RESIDUE TESTING 
LABORATORY 
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FOR THE DEPARTMENT OF ATTORNEY—GENERAL 


NEW PROJECTS REQUESTED 


ONTARIO PROVINCIAL POLICE 


DISTRICT HEADQUARTERS BUILDINGS 


CONSTRUCT NEW HEADQUARTERS BUILDINGS AT THE FOLLOWING LOCATIONS:- 


LONDON 

NORTH BAY 
PERTH 

SAULT STE. MARIE 
SUDBURY 


DETACHMENT BUILDINGS 


CONSTRUCT NEW DETACHMENT BUILDINGS AT THE FOLLOWING LOCATIONS:- 


BOWMANVILLE 
CAYUGA 
GLENCOE 
IROQUOIS FALLS 
MILTON 

MINAKI 
MORRISBURG 
NIPIGON 
OTTAWA 

RENF REW 
ROCKLAND 
SHARBOT LAKE 
SIMCOE 
SMITHVILLE 
UPSALA 
VERMILLION BAY 
WELLAND 


AYLMER — POLICE COLLEGE 


CONSTRUCT NEW BUILDING 


TORONTO — CRIME LABORATORY 


CONSTRUCT NEW CRIME LABORATORY 


GRAVENHURST — ONTARIO FIRE COLLEGE 


CONSTRUCT NEW FIRE AND TECHNOLOGY BUILDING 
INSTALL WATER TREATMENT FILTERS 

CONSTRUCT GATEWAY 

CONSTRUCT NEW RETAINING WALL AT REAR OF GARAGE 


COURT HOUSES AND REGISTRY OFFICES 


(SEE UNDER PUBLIC WORKS) 
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FOR THE DEPARTMENT OF EDUCATION 


NEW PROJECTS REQUESTED 


ONTARIO COLLEGES OF EDUCATION 


CONSTRUCT NEW COLLEGES AT THE FOLLOWING LOCATIONS:- 


NORTHERN ONT ARIO 
TORONTO 


TEACHERS) GOLLEGES 


CONSTRUCT NEW COLLEGES AT THE FOLLOWING LOCATIONS:- 


NORTH BAY 
OTTAWA 
PETERBOROUGH 
ST. CATHARINES 
STRATFORD 
TORONTO NORTH 


BELLEVILLE — ONTARIO SCHOOL FOR THE DEAF 


CONSTRUCT NEW PHYSICAL EDUCATION BUILDING 
CONSTRUCT NEW RESIDENCE FOR ASSISTANT SUPERINTENDENT 


BRANTFORD — ONTARIO SCHOOL FOR THE BLIND 


CONSTRUCT NEW MAIN BUILDING 
CONSTRUCT NEW BUILDING FOR BLIND RETARDED CHILDREN 
CONSTRUCT NEW SWIMMING SCHOOL 


IRONDALE — ONTARIO CAMP LEADERSHIP CENTRE 


CONSTRUCT TWO CLASSROOMS 
INSTALL GAS—~FIRED INCINERATOR 
INSTALL WATER FRESSURE SYSTEM 
INSTALL ELECTRICAL WATER PUMP 
INSTALL EMERGENCY WARNING SYSTEM 
INSTALL AREA SECURITY LIGHTING 
CONSTRUCT SIX FLOATING DOCK UNITS 
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34 
FOR THE DEPARTMENT OF EDUCATION (conciupep) 


NEW PROJECTS REQUESTED (concLupep) 


LONGFORD MILLS — ONTARIO ATHLETIC LEADERSHIP CAMP. 


CONSTRUCT KITCHEN STAFF QUARTERS 

CONSTRUCT WASHROOM ADDITIONS TO KITCHEN STAFF QUARTERS 
CONSTRUCT DINING HALL AND KITCHEN 

CONSTRUCT WASH HOUSE 

CONSTRUCT FIELD HOUSE 

CONSTRUCT WATERFRONT DOCKS 

INSTALL EMERGENCY WARNING SYSTEM 

INSTALL FIRE HYDRANTS 


SCHOOL FOR THE DEAF — NORTHERN ONTARIO 


CONSTRUCT NEW SCHOOL FOR THE DEAF 
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FOR THE DEPARTMENT OF HEALTH 


NEW PROJECTS REQUESTED 
ONTARIO HOSPITALS 


METRO AREA (POSSIBLY AURORA) 


CONSTRUCT NEW HOSPITAL 


AURORA 


CONSTRUCT STORES, OCCUPATIONAL THERAPY AND 
RECREATION BUILDING 


BROCK VILLE 


CONSTRUCT NEW ADMINISTRATION BUILDING 


BYRON — CHILDREN’S PSYCHIATRIC RESEARCH INSTITUTE 


MALE STAFF QUARTERS — RENOVATE TO ACCOMMODATE 
PATIENTS 
CANTEEN BUILDING — RENOVATE TO ACCOMMODATE 
4 SCHOOL ROOMS 
LEONARD BUILDING — INSTALL COMPLETE ELEVATOR 
KITCHEN — SUPPLY AND INSTALL DISHWASHER 


POWER HOUSE — CONVERT NO, 1 BOILER TO OIL 


CEDAR SPRINGS 


MALE AND FEMALE PAVILIONS — INSTALL TWO ELEVATORS 

POWER HOUSE — INSTALL GASOLINE DRIVEN GENERATOR 

SERVICE KITCHEN BUILDING — INSTALL DISHWASHING FACILITIES 

MEDICAL SURGICAL BUILDING — CONSTRUCT RAMPS 

GROUNDS — CONSTRUCT ATHLETIC FIELD 
COBOURG 


CONTINUE FIRE—PROOFING PROGRAM 


EDGAR ( NEAR ORILLIA) 


EXTEND ALTERATIONS AND PROVIDE ADDITIONAL EQUIPMENT 
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FOR THE DEPARTMENT OF HEALTH continvep) 


NEW PROJECTS REQUESTED (contnvED) 


HAMILTON 


CONSTRUCT REGIONAL LABORATORY 

BARTON BUILDING — RE-WIRE AND RE—LIGHT 
INSTALL 2000 K.V.A, STANDARD OUTDOOR SUB—STATION 
INSTALL 200 K.W. DIESEL STAND—BY UNIT 


KINGSTON 
CONSTRUCT NEW NURSES! RESIDENCE 
MOWAT DIVISION — PROVIDE OUTSIDE LIGHTING 
WESTWOOD DIVISION — VENTILATION IN OCCUPATIONAL 
— THERAPY AREA 
ROCKWOOD DIVISION — INSTALL TWO ELEVATORS 
LONDON 
EXAMINATION BUILDING — INSTALL NEW PASSENGER ELEVATOR 
OLD LAUNDRY — CONVERT PART OF LAUNDRY INTO 


INDUSTRIAL THERAPY AREA 
CONSTRUCT TRUNK STORM SEWER 


NEW TORONTO 


CONSTRUCT NEW ADMINISTRATION BUILDING 
CONSTRUCT TRADES BUILDING 


KITCHEN AND OFFICE 

BUILDING — MISCELLANEOUS IMPROVEMENTS 

POWER HOUSE — CONSTRUCT PLATFORM ON SMOKE STACK 
LAUNDRY — INSTALL AUTOMATIC FOLDER 


— INSTALL EXTRACTOR 


— PROVIDE ADULT SHIRT UNIT AND DRESS 
FORM FINISHER 


TRADES BUILDING — INSTALL 1000 GALLON UNDERGROUND TANK 
PUMPING STATION — INSTALL ALTERNATE POWER SUPPLY TO PUMP HOUSE 
VARIOUS LOCATIONS -— INSTALL 5 BATH TUBS COMPLETE WITH FIXTURES 


ERECT BOUNDRY FENCE ALONG EAST AND SOUTH BOUNDARIES 


ORILLIA 


CONSTRUCT REGIONAL LABORATORY 
INSTALL ELEVATOR IN COTTAGE ‘''D"” 
CONSTRUCT TUNNEL BETWEEN CHILDREN‘S DORMITORY AND NEW PAVILION 
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FOR THE DEPARTMENT OF HEALTH (CONCLUDED) 


NEW PROJECTS REQUESTED = (concLupep) 
ORILLIA (CONTINUED) 


EXTENSION TO SERVICE AREA AT CHILDREN'S DORMITORY 
CONSTRUCT TOILET FACILITIES AT LAKESHORE 


ORILLIA ANNEX — GRAVENHURST 


GAGE BUILDING — RENOVATIONS TO TRANSFORMER VAULTS 


— IMPROVE CORRIDOR LIGHTING ALL FLOORS 


GAGE & LAUNDRY BUILDING — RENEW PRIMARY CABLES THROUGH HEATING 
TUNNELS 
POWER HOUSE ~ INSTALL NEW BOILER 
PENETANGUISHENE 


CONSTRUCT NEW BOILER HOUSE 


SMITHS FALLS 


CONSTRUCT KITCHEN ADDITION 

CONSTRUCT OPEN AIR SKATING RINK 

PROVIDE TWO WASHROOMS NEAR SHAKE—OUT ROOM 
INSTALL SMOKE BARRIERS AND DOORS IN BASEMENT 


ST. THOMAS 


CONSTRUCT COMBINED GYM AND AUDITORIUM (TO INCLUDE CHAPEL) 
RENOVATE KITCHEN AND BAKESHOP 
ROOT HOUSE NO. 2 — RECONSTRUCT 


WOODSTOCK 


CONSTRUCT REGIONAL LABORATORY 

CONSTRUCT EXTENSION TO GARAGE 

EXTEND FIRE ALARM SYSTEM ALSO ELECTRICAL WORK TO 
VARIOUS LOCATIONS 

CONNECT FIRE ALARM SYSTEM WITH CITY FIRE DEPARTMENT 
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FOR THE DEPARTMENT OF HIGHWAYS 
NEW PROJECTS REQUESTED 


DISTRICT AND REGIONAL OFFICE BUILDINGS 


FORT WILLIAM — CONSTRUCT DISTRICT AND REGIONAL 
OFFICE BUILDING 


DISTRICT OFFICE BUILDINGS 


CHATHAM -— CONSTRUCT 9 BAY OFFICE BUILDING 
NORTH BAY _ = CONSTRUCT 9 BAY OFFICE BUILDING 
OWEN SOUND -— CONSTRUCT OFFICE ANNEX 


— CONSTRUCT ADDITION TO STOCKROOM 


BANCROFT — INSTALL ZONE CONTROL THERMOSTAT 
SYSTEM 
OWEN SOUND — CONSTRUCT NEW SPRAY PAINTING BAY 


STORAGE GARAGES 


BANCROFT — CONSTRUCT 9 BAY STORAGE GARAGE 

CHATHAM — CONSTRUCT 9 BAY UNHEATED STORAGE 
BUILDING 

DOWNSVIEW — CONSTRUCT MASONRY STORAGE 
BUILDING 

ENGLEHART — CONSTRUCT UNHEATED STORAGE 
BUILDING ; 

FORT WILLIAM — CONSTRUCT (2) 9 BAY STORAGE 
GARAGES 

NORTH BAY — CONSTRUCT 9 BAY HEATED STORAGE 
GARAGE 


DISTRICT REPAIR GARAGES 


COCHRANE ~— CONSTRUCT 6 BAY EXTENSION 
MCFARLANE LAKE — CONSTRUCT SIGN AND CARPENTER SHOP 
NEW LISKEARD — CONSTRUCT SIGN CARPENTER AND 


ELECTRICAL SHOP 
NORTH BAY — CONSTRUCT 14 BAY METAL GARAGE 


DOWNSVIEW — CONSTRUCT ADDITION TO PAINT AND 
CARPENTER SHOP 


PATROL GARAGES 


CONSTRUCT 3 BAY METAL PATROL GARAGES AT THE FOLLOWING LOCATIONS:- 


BERGLAND 

BRUCE MINES 

CROZIER 

DINORWIC 

LONGLAC (EXTENSION TO EXISTING BUILDING) 
MATTAWA (EXTENSION TO EXISTING BUILDING) 
SMOOTH ROCK FALLS . 

THESSALON (HWY. 17) 
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FOR THE DEPARTMENT OF HIGHWAYS = (continuep) 


NEW PROJECTS REQUESTED (CONTINUED) 


PATROL GARAGES (CONTINUED) 


CONSTRUCT 4 BAY METAL PATROL GARAGES AT THE FOLLOWING LOCATIONS 


CHAPLEAU — (MASONRY EXTENSION) 

ECHO BAY 

GORMLEY 

HEARST 

HILTON BEACH 

MEAFORD ~— 

MCKERROW 

ORMSBY 

ROSSPORT 

RUTTER 

STRATTON 

THEDFORD 

THESSALON (HWY. 129) EXTENSION TO EXISTING BUILDING 
TRI—TOWN (EXTENSION: TO EXISTING BUILDING) 


CONSTRUCT 5 BAY METAL PATROL GARAGES AT THE FOLLOWING LOCATIONS:- 


ATIKOKAN 
AVONMORE 
CALEDON 
DEUX RIVIERES 
ELGINFIELD 
ELK LAKE 
ERIN 
FLESHERTON 
KAPUSKASING 
LORNEVILLE 
MAYNOOTH 
MITCHELL 
POINT ALEXANDER 
WAINFLEET 
POWASSAN 
SEELEYS BAY 
SHAWAN AGA 
VERONA 


CONSTRUCT 6 BAY METAL PATROL GARAGES AT THE FOLLOWING LOCATIONS:- 


GRAVENHURST 

LONG SAULT 

SHEPPARD AVE. & 6 BAY METAL & 
HIGHWAY 401 MASONRY BAILEY 


BRIDGE BUILDING 


MISCELLANEOUS BUILDINGS 


DOWNSVIEW — ADMINISTRATION BUILDING 


TWO STOREY MASONRY ADDITION TO CENTRAL BUILDING 
ONE STOREY ADDITION TO RESERVOIR BUILDING 
CAMERA ROOM — AIR CONDITIONING 

INSTALL SECOND WATER SERVICE 
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FOR THE DEPARTMENT OF HIGHWAYS = (conctupep) 


NEW PROJECTS REQUESTED 


(CONCLUDED) 


MISCELLANEOUS BUILDINGS (CONCLUDED) 


BLIND RIVER 


KINGSTON 
LONDON 


MORRISTON 
NAGAGAMI 
OTTAWA 
ARTHUR 
BELLE RIVER 
WOODSTOCK 


GODERICH 


— CONSTRUCT RETAINING WALL 


-— CONSTRUCT PAINT AND CARPENTER SHOP 
-— CONSTRUCT 8 BAY CONCRETE BLOCK LABORATORY 


— INSTALL HEATING UNIT 

— CONSTRUCT 3 BEDROOM RESIDENCE 
— CONSTRUCT ONE STOREY MASONRY LABORATORY 
— CONSTRUCT OFFICE ANNEX 

— CONSTRUCT OFFICE ANNEX 

— CONSTRUCT OFFICE ANNEX 


— CONSTRUCT OFFICE ANNEX 
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FOR THE DEPARTMENT OF LANDS AND FORESTS 


NEW PROJECTS REQUESTED 


CHIEF RANGERS HEADQUARTERS 


DRY DEN — CONSTRUCT OFFICE AND WAREHOUSE 
KENORA CONSTRUCT OFFICE AND WAREHOUSE 


] 


MCFARLANE LAKE — CONSTRUCT AIRCRAFT DOCK 


] 


CONSTRUCT LANDING PADS 


— CONSTRUCT BUILDING FOR STORAGE OF 
VEHICLES, BOATS, ETC. 


— CONSTRUCT CEMENT RAMP AND RETAINING 
WALL 


— CONSTRUCT HOSE DRYING BUILDING 


— CONSTRUCT STORAGE BUILDING FOR 
GAS AND OIL 


SIOUX LOOKOUT — CONSTRUCT WAREHOUSE AND WORKSHOP 


DEPUTY RANGERS HEADQUARTERS 


STURGEON FALLS— CONSTRUCT NEW BUILDING 


DISTRICT OFFICES 


PESPERER — CONSTRUCT OFFICE BUILDING 
SAULT STE, MARIE — CONSTRUCT OFFICE BUILDING 


SIOUX LOOKOUT — CONSTRUCT OFFICE BUILDING 


RESEARCH STATION 


MAPLE — CONVERSION OF FILES BUILDING TO 
PROVIDE OFFICE & LABORATORY FACILITIES 


FOREST RANGER SCHOOL 


DORSET — INSTALL OUTDOOR FLUORESCENT LIGHTING 


— PAVING OF AREAS AROUND BUILDINGS 


FISH HATCHERIES 


BALSAM CREEK 


(NORTH BAY) — CONSTRUCT NEW BUILDING 

CODRINGTON — CONSTRUCT INCUBATOR BUILDING 

DEER LAKE — RECONSTRUCTION OF DRAINAGE AND PONDS 
GLENORA — CONSTRUCTION OF VAULT 


HILLS LAKE — CONSTRUCTION OF CONCRETE PONDS 


SAULT STE. MARIE — CONSTRUCT EXPERIMENTAL HATCHERY 
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FOR THE DEPARTMENT OF LANDS AND FORESTS  (conc.upep) 
NEW PROJECTS REQUESTED = (conciupep) 


SEED EXTRACTION PLANT 


ANGUS -— INSTALL FIRE DETECTION AND 
ALARM SYSTEM 


AIR_ BASES 


PORT ARTHUR — INSTALL FIRE DETECTION AND 
’ ALARM SYSTEM 


SAULT STE. MARIE — HANGAR — CONSTRUCT CONCRETE APRONS 


WEST SLIPWAY 


RESIDENCES 


TERRACE BAY — CONSTRUCT THREE RESIDENCES 


VARIOUS LOCATIONS 


HAYES LAKE — CONSTRUCT AIRCRAFT DOCK 


CHRISTMAN LAKE, 
PARKS 
HEADQUARTERS -— INSTALL DIESEL GENERATOR 
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43 
FOR THE DEPARTMENT OF PUBLIC WORKS 


NEW PROJECTS REQUESTED 


REGIONAL BUILDINGS 


HUNTSVILLE — CONSTRUCT EXTENSION TO OFFICE BUILDING 
AND REPAIR SHOP 


SAULT STE. MARIE — CONSTRUCT NEW OFFICE BUILDING 


ONTARIO GOVERNMENT BUILDINGS 


KENORA — CONSTRUCT NEW OFFICE BUILDINGS ( SEE MINES, HIGHWAYS, LANDS AND FORESTS) 


RED LAKE — CONSTRUCT NEW OFFICE BUILDING 


COURT HOUSES AND REGISTRY OFFICES 


BRACEBRIDGE — CONSTRUCT TWO STOREY ADDITION 


COCHRANE — ALTERATIONS & RENOVATIONS TO 
REGISTRY OFFICE 


GORE BAY — INTERIOR ALTERATIONS & RENOVATIONS 
KENORA — RENOVATIONS TO COURT HOUSE F 
NORTH BAY — CONSTRUCT NEW COURT HOUSE 

SUDBURY — ALTERATIONS TO REGISTRY OFFICE 


SAULT STE. MARIE — ALTERATIONS TO REGISTRY OFFICE 


DAMS, DOCKS AND LOCKS 
RECONSTRUCTION OF DAMS WITH CONCRETE AT THE FOLLOWING LOCATIONS:- 


BRIGHT LAKE DAM 
DUNCAN LAKE DAM 
GEORGE LAKE DAM 

LAKE OF TWO RIVERS DAM 
OASTLER LAKE DAM 


RECONSTRUCTION OF DAMS WITH TIMBER AND EARTH FILL AT THE FOLLOWING 
LOCATIONS:- 


FREELAND LAKE DAM 
TINY MARSH DAM 


SOUTH BAYMOUTH — RECONSTRUCTION OF DOCK 
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FOR THE DEPARTMENT OF REFORM INSTITUTIONS 


NEW PROJECTS REQUESTED 


INDUSTRIAL FARMS 


BURTCH 


RECONSTRUCT FRAME BUILDINGS WITH MASONRY CONSTRUCTION 


BURWASH 


CONSTRUCT NEW PLANING MILL 
CONSTRUCT EXTENSION TO CAMP BISON 
FIRE ALARM SYSTEM — INSTALL LIGHTNING PROTECTION 


MONTEITH 


CONSTRUCT NEW RESIDENCE FOR SUPERINTENDENT 
CONSTRUCT NEW RECREATION BUILDING 
RENOVATE OR REPLACE HEATING PLANT 


REFORMATORIES 


GUELPH 


INSTALL FIRE DETECTION AND ALARM SYSTEM 
CONNECT SANITARY SEWAGE TO CITY SYSTEM 


MILLBROOK 


PAVING DRIVEWAY FROM MAIN ROAD TO RESIDENCE NO. 4 
MECHANICAL ENGINEERING ROOMS — PROVIDE ADEQUATE VENTILATION 


MIMICO 


INSTALL FIRE DETECTION AND ALARM SYSTEM 
RECTIRY STREET LIGHTING 

PROVIDE ACCOMMODATION FOR SPORTS ACTIVITIES 
CONSTRUCT ADDITION FOR TREATMENT OF DRUG AND 
ALCOHOLIC ADDICTION- 
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FOR THE DEPARTMENT OF REFORM INSTITUTIONS — (continuep) 


NEW PROJECTS REQUESTED (CONTINUED) 
TRAINING SCHOOLS 


BOWMANVILLE 


CONSTRUCT ADDITION TO STORES BUILDING 

CONSTRUCT NEW CHAPEL 

RE—WIRE AND RE—LIGHT GYMNASIUM BUILDING 

RE—WIRE AND RE-LIGHT TRIPLE BUILDING 

RE-—WIRE AND RE—LIGHT ADMINISTRATION BUILDING 
INSTALL ELECTRICAL FIRE DETECTION AND ALARM SYSTEM 


BRAMPTON 


HARD SURFACING OF ROADWAY, PARKING LOT, ETC. 
PROVIDE NEW HEATING PLANT 
EMERGENCY REPAIRS TO UNDERGROUND STEAM LINES 


COBOURG 


RENOVATE FIRE DETECTION AND ALARM SYSTEM 
ROWE BUILDING — ENLARGE KITCHEN AND DINING AREAS 
NEW ACADEMIC AND RICHARDS BUILDING — INSTALL LIGHT STANDARDS 


GALT 


CONSTRUCT ADDITION TO ADMINISTRATION BUILDING 
RE—VAMP CAMPUS LIGHTING 
INSTALL ELECTRIC FIRE DETECTION AND ALARM SYSTEM 


PORT BOLSTER 


CONSTRUCT ADDITION TO EXISTING BUILDING 


SIMCOE 


CONSTRUCT NEW RESIDENCE FOR SUPERINTENDENT 


DISTRICT JAILS 


FORT FRANCES 


CONSTRUCT NEW DISTRICT JAIL 
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46 
FOR THE DEPARTMENT OF REFORM INSTITUTIONS — (concLupep) 


NEW PROJECTS REQUESTED (CONCLUDED) 
DISTRICT JALLS (CONCLUDED) 


PARRY SOUND 


CONSTRUCT ADDITION TO PROVIDE FOUR DETENTION CELLS 


SAULT STE. MARIE 


RENOVATE GOVERNOR'S RESIDENCE TO PROVIDE ADDITIONAL 
CELLS 


SUDBURY 


SOUND PROOF ISOLATION CELL 


LOCATIONS NOT DETERMINED 


NEW STAFF TRAINING COLLEGE 
ESTABLISHMENT OF A CLINIC FOR SEXUAL DEVIATES 
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FOR THE DEPARTMENT OF TOURISM AND INFORMATION 


NEW PROJECTS REQUESTED 


CONSTRUCT NEW TOURIST RECEPTION CENTRES AT THE FOLLOWING LOCATIONS:- 


PORT ERIE 

FORT FRANCES 

HAWKESBURY 

WY LEA 

MIDDLE FALLS 

NIAGARA FALLS 

RAINY RIVER 

WINDSOR — AMBASSADOR BRIDGE 
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FOR THE DEPARTMENT OF TRANSPORT 


NEW PROJECTS REQUESTED 


CONSTRUCTION OF NEW DRIVER EXAMINATION CENTRES AT THE FOLLOWING LOCATIONS:- 


AGINCOURT 
BARRIE 
HAMILTON 
LONDON 
OTT AWA 
SUDBURY 


MISCELLANEOUS BUILDINGS 


DOWNSVIEW — ERECT CHAIN LINK FENCE 

— RE~—DESIGN OFF STREET TEST AREA 
COOKSVILLE — PAVE ADDITION TO TEST AREA 

— RE—DESIGN OFF STREET TEST AREA 


— CONSTRUCT AND PAVE NEW SERVICE ROAD 
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